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OFFICIAL PROCEEDINGS OF 


THE BOARD OF CANVASSERS 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 





“Proceedings Dec. 5, 1944 





ROLL CALL 


' Present-—Trustees Crego, Coull, 
brandt, Scarlett, Seelye, Webb.—6. 


Absent—Trustees Metz, Smith, Van Note. 


Hilde- 


Present—R. E. Sanderson, Secretary. 


oF 


Report of Election Inspectors. 
- Primary Election December 5, 1944. 


‘We hereby certify that the following is 
a complete statement of votes cast at the 
Primary election held Detember 5, 1944, 
for the nominaticn of candidates for the 
office of Fireman Member Trustee. 


Votes Received 


Gladwin Bond _ 
E. M. Brooks ___. : 
Idus Burgess _... 
Donald Burnett —-....— 


N anne 










Lyle Griffin —..__. 
James Harp -—........... 
Nicholas Horiszny  ... 
‘Walter Horiszny -.... 


Robert Kennedy ____- pail 
Elmore Kerkela -...... waited 
James Kilmer —_.. x SN 
Ernest Kopietz __ es 
Herold ‘Lynch 202 


RON EPH Ee eH eRe Hae wre 


Robert Metz. co ee 
Earl Miller — 
dad (O’Brien: fe 
Norman Olsen WW 
Waldo Peterson —..--.W...... 
Robert Schaar 1 
Andrew Shadduck ~~... 
roe Stedman. rh Sedat iti ail 












PNR END HONE 


George Weber Pl Can ae 
Kale (nappy eso oe 


George Scarlett — 
Charles Decker 1 
Total Votes Cast --............. 145 


LYLE J. GRIFFIN, 
JAMES KILMER, 


Election Inspectors. 


It was moved and supported that Ernest 
Kopietz and George Weber, same being the 
two members receiving the highest number 


‘of votes cast at the Primary Election held 


December 5, 1944, that they be certified as 
the nominees for the office of Fireman 
Member Trustee for the term ending De- 
cember 31, 1949, at the election to be held 
December 19, 1944. 


The Board adjourned. 


R. E. SANDERSON, 
Secretary. 
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